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A Wouxun KG-UV3X 
Powerwerx Emergency Vehicle Powerpole 12V to USB 5V @ 3A Automotive DC Timer with Commercial Dualband 
\ Fire Truck 40 Amp Battery Charger Converter and Device Charger Low Voltage Disconnect Handheld 
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KG-UV3D KG-UV6X 
Amateur Radio Commercial Commercial 
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Variable Supply Switching Supply 
with Digital Meters with Powerpoles 


Rack Mount Supplies in ' 
Single or Dual Configurations 
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Cooper Bussmann 
Circuit Breakers 
50, 70, 150 Amp 
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AGM Batteries up to 
110 amp hours 


Watt Meter 130A 
Now with Blue Backlight 


Battery Tender 
& Optimizer 
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Order online at powerwerx.com ic} Follow us on Twitter 
Order toll free 888-321-0073 i) twitter.com/powerwerx 
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